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CROWN MOULDINGS. 



List Prices as given are per 100 lineal feet. 



!r 



& 




The above drawings are noLgcaled to actual size. Sizes indicated by figures on cuts are to govern. 



CROWN MOULDINGS. 



List Prices aa giTcn are per 100 lineal feet 






8010 



The above drawings are not scaled to actual size. Sizes indicated by figures 



on cuts are to govern. 



CROWN MOULDINGS. 



List Prices as given are per lOf) lineal feet. 



8015 



8016 

"46 X 1% 



son 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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SPRUNG COVE AND BED MOULDINGS. 



Llflt Pncea as given are per 100 lineal feet. 




The above drawings are not scaled to actual size. Sizes indicated by figures 



on cuts are to govern. 



BED MOULDINGS. 



List Prices as given are per 100 lineal feet. 




8035 



8036 



8037 




8041 




8045 



8046 



9 




8038 



8043 

y2^% 



8047 




8039 



8048 

l%x2 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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RETURN BEADS, THREE-QUARTER ROUNDS, ROUNDS AND COVES. 



List Prices as given are per 100 lineal feet 







8058 



%^ye 



8059 








8060 



8061 



8062 

"Ac X 1% 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to 



govern. 



QUARTER ROUNDS AND HALF ROUNDS. 



11 



LiBt Fricea ae given are per lUO lineal feet. 



8063" 



8064 



8065 



8070 

9A6 X IS/LQ 



8071 



8075 




8077 





8067 




8072 



8073 







la' - ' i"i 





The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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O. G. STOPS. 



List Prices as given are per [00 hocal feet. 




8083 



8084 



8085 



8086 

%.2 



8087 



8088 



8089 



8090 




8092 




8093 



8094 



8095 



S096 



8097 




8100 A 

M * I % 



8100B 



8100 C 



8100 D 



8100 E 



% *i% 




The above drawings are not scaled to actual size. Sizes indicated by fieur 



es on cuts are to govern. 



p. G. AND BEAD STORS. 



13 



List Prices as given are per 100 lineal feet. 



8101 



8112 



8102 



8103 



8104 



8105 



8106 



8101 

%*2J4 



8108 

%x2 



8109 



8110 



8111 



8113 



81U 



8115 



8116 



8117 



8118 



8119 



8120 



8121 

Kx2 



8122 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 



U NOSINGS, PANEL AND BASE MOULDINGS. 



List Prices as ^iven are per 100 lineal feet. 



8123 

for i^e" Steps 



8128 



8129 



8124 

for IJi" Steps 




8130 




8131 

13A6 X IH 




8125 

for 1%" Steps 



8132 



8133 



8134 






8126 

Sbr 154" Steps 




8127 




8135 

54 "iJ^ 




8136 



The above dra^ngs are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 



ASTRAGALS AND BATTENS 



15 



List Prices as given are per 100 lineal feet 



8137 

13/16 X 1% 




8138 



8146 







8148 




8149 

VJ6 X 2 





8150 

1% A 1% 






8151 




-iV 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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PANEL AND BASE MOULDINGS 



LiBt Prices ae given are per 100 lineal feet. 



8152 




8159 

1346X1 



8153 





8160 




8155 




8156 

"/16 X i% 



8163 



8157 

^sAs X 1% 



8164 



8158 

"A6 X 1% 



8165 

"A6 X 2% 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 



PANEL AND BASE MOULDINGS. 



n. 



Liet Prices as given are per 100 lineal feet. 



8166 




8172 

9/16 xia^ 



8161 



81T3 

33/16 X 1% 




8168 



8114 




8169 



8175 




8170 



8176 



8171 




8177 

13/l6 )C 2 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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BAND MOULDINGS. 



List Pricee 88 given are per 100 lineal feet 




8178 

9/16 X 2 




8179 




8180 



8181 




8182 

1^16X3 



8185 



8186 



8187 



8188 

"Agx2 



8189 




8190 

%x2 




8183 

l?^6 X 2>^ 




8191 

^Vl6 X 2>^ 




8184 



8192 

1^16 X 2^ 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 



BAND MOULDINGS. 



19 



I^iet Prices ae given are por 100 lineal feet. 






8194 








8203 



y 





8204 





8199 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 



20 RABBETED PANEL AND BASE MO ULDINGS 



LUt Prices ae given are per 100 lineal feet 




8206 




8201 

13/ie X 2 











8216 

13^6 X 2 





The above drawings are not scaled to actual size. Sizes indicated by figures on cuts 



are to govern. 
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RABBETED PANEL AND BASE MOULDINGS. 21 



LiBt Prices as given are per 100 lineal feet. 





8224 




8219 

Wl6 X 1% 




8225 




J3/16 X 2 




8226 

13/16 X 1% 





8221 








The above drawings are not scaled to actual'sizs. Sizes indicated by figures on cuts are to govern. 



List Pricee as given are per 100 lineal feet 




8234 



8235 



8236 




8237 



c: 



The above drawings are not scaled to actual size. Sizes indicated by figures 



on cuts are to govern. 



la. - *- 



CORNER BEADS, SHELVING ED6ES, SHELF GLEATS AND ELECTRICAL MOULDINGS. 23 



LlBt Prices as given are per 100 lineal feet. 



8238 



8239 



8240 



8241 



) 



8244 



H^i% 



ya] 




8245 

9A6 x. 1>^ 




v-N" 



8246 



v'~>r 



LAiinj 



8242 

"Ac X 1% 



,.i^^^ " 



8243 

"Aa X 2H 



8249 ^^xiH 




824'; 



H^iVs 



eis.«u o 



8248 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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WAINSCOTING CAPS 



List Prices as ^en are per 100 lineal feet 



8252 

1^6x2 




8254 

IVw X 2K 






8256 






8261 



82162 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to g 



govern. 



PICTURE MOULDINGS AND WINDOW STOOLS. 25 



List Prices as giveD are per 100 lioeal feel. 




8266 



8267 



8268 

1% X 4K 






Si 



CO " 

00 :^ 



00 X 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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PARTITION CAPS AND SHOES. PEW BACK RAILS, THRESHOLDS AND LAniGE. 



List Prices as given are per 100 lineal feet. 



8271 



8272 

1^x2 



8273 

i%6 X 2J4 



8274 

13/16 X 2% 




8277 

%x3% 



8278 



t ^■ 



8279 



8280 



BAexiV^ 



8281 



5/16X1% 



8282 



"rie X 1% 






The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are t^ govern. 



DRIP CAPS FOR WINDOW AND OUTSIDE DOOR FRAMES. 



27 



List Prices as given are per 100 lineal feet. 



8283 



8284 



8285 



8286 



8287 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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CASINGS. 



"^' r:Ta^Si::rs^^n^':(Xe scaled to actual size sho^n by figure s on face of c ut 



8288 



r 



8289 



r 



8290 

5ix4M 



8291 



8292 



8293 



8294 




8295 



The drawings showa above are scaled to actual size shown bj fi 



gures on face of cut 



CASINGS. 
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List Prices as eiven are per lOO lineal feet. 

The drawings shown below are scaled to actual size shown by figures on face of cut 




8296 




8297 



A 




8298 




8299 



y" 



A 




y 



8300 




r 



8301 

54 "4^ 



A. 




8302 



A. 




8303 



r' 



The drawings shown above are scaled to actual size shown by figures oh face of cut 
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CASINGS. 



List Prices as given are per 100 1^^^^ ^^^^^^ to actual size shown by figures on face of cut 



The drawings shown below are 



8304 





8305 





8306 




8307 




A. 



8308 



-T 



8309 

%x4^ 



J^ 



8310 



A. 



8311 

%x5J4 



The drawings shown above are scaled to a<;tual size shown by figures on face of cut 



CASINGS. 
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List Prices as given are per 100 lineal feei, f 

The drawings shown below are scaled to actual si2e shown by figures on face of cut 

r-\j 



8312 



\y^ 



/-\j 



83X3 

Hx4H 



ir^ 



r\i 



8314 



\^2^ 



L^ 



r\I 



1/^ 



8315 



8316 



8317 



8318 



>L 



8319 



Thedrawing* shown above are scaled to actual size shown by figures on face of cut 
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CASINGS. 



List Prices as given are per 100 lineal feet. c c 4. 

The drawings shown below are scaled to actual size show a by figu res on face of cut 




8320 



8321 




8322 





8323 




r 



^ 



8324 

%x3% 



■\ 



8325 

%x4K 



^ 



8326 




832*: 



The drawings shown above are scaled to actual size shown by figures on face of cut 



CASINGS, 



S3 



List Prices as given are per 100 lineal feet. 

The drawings shown below are scaled to actual size shown by figures on face of cut 




8329 



\ 



8330 

Hx4H 



/■ 



8331 

94X5V4 




8333 





8334 

^x4% 



8335 



The drawings shown above are scaled to actual size shown by figures on face of cut 
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CASINGS. 



"^'"^TrdCiigVs^^^ ''^^'^ *^ ^^^^^^1 ''''' ^^"^° ^y ^^"^'^ "^ ^"'^ "^ *^"* 




8336 



8337 





8338 




8339 




8340 





8341 

%x4^ 




8342 

%'<4% 





8343 

9^x5H 




Ti.e drawings shown above are^scaled to actual size shown J^ flgur 



es on face of cut 



CASINGS. 
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List Pricca as givea ^re pet 100 lineal feet. 

The drawings diowtt below are scaledtq^aetual eize shown by figures pn face of cut 



.*-r 



8344 




8345 




8346 



8347 



8348 



8349 

%x4M 



8350 

%x4% 



8351 



\ 



Tbc drawiaigs shown above are seated to actual size shown by ^gumA on face of cut 
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CASINGS. 



tiat Price&aa give» a«e pcT lOO lineal feet. 

The drawings sliown below are sealed to actual size shown by figures on face of cm! 




\ 



/ 



8353 

91x4)4 




8354 





8355 





8356 





8357 




The drawings shown above are scaled to 



actual size shown by figures on face of cut 



CASINGS. 
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LUt Prices as given are per 100 Kneal feet. 

The drawings shown below are scaled to actual size shown by figures on face of cut 



8358 

%x3% 



8359 



8360 

%x4H 



8361 



8362 



8363 




8364 




8365 

^x5H 



The drjiwings shown above are scaled to actual size shown by figures on face of cut 
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CASINGS AND BACK BANDS. 



List t'rices as giveo are per 100 lineal feet. 

The drawings shown helow are seated to actual size shown by figures on face of cut 



8366 




8367 




8368 



8369 



8370 


^ 








iVb " iH 




8371 




.. r— 


?4x4H 




8372 

1% « 1% 



8373 



The drawings shown above are scaled to actual size ^hown by figures on face of 



cut 



CASINGS AND BACK BANDS. 



List Prices as given are oer 100 lineal feet. 

The drawiny:s shown below are scaled to actual size shown by figures on face of cut 



39 



r 

8374 

iH * 1*4 


V 










r ■■ 


8375 

Mx3M 


^ 






■^ 


^ 



8376 



8377 



^ 



8378 



8379 



8380 

iVs'^iye 



8381 



•X 



The drawings shown above are scaled to actual size shown by figures od face of cut 



40 BEAD AND COVE AND O. G. CASINGS A ND^ASE 

LUt Prices ae giveo are per lOO lineal feeL 

The drawings shown below are scaled to actual size shown by figures on face o 



8382 



8383 









8384 






8385 



8386 



L 



The drawings shown above are scaled to actual size shown by figures on face of cut 






PATTERNS, DROP SIDING, WORKED SHIPLAP. 



40a 



\* — H 




-5Hi 






■v*r 

I 



101 



^ 






32 

U- 



^^-^^ 


^^.^-^^ 




103 







105 



109 



y 


/ 


107 





^ 


y 






/^ 




■ ' 111 




\ 



113 



STANDARD 



115 





SJ^" OVER ALL , 5 ** TO WCATH ETR. 



40^/ 



PATTERNS, DROP SIDING, WORKED TONGUE AND GROOVE. 






!- VA"'--- 



-0% 



*, 




102 



% 



104 




9 ■" 
32 






106 



STANDARD 



108 



110 




112 



114 




116 



^ 




&Vz OVER. ALL ~ 5>^ TO WEATHER 



CAP MOULDINGS AND HEAD AND SIDE CASINGS FOR DOOR AND WINDOW TRIM. *^ 



Llat Prices aa given are per 100 lineal feel 

The drawings showu below are scaled to actual size shown by figures on face of cut 



8387 



8388 



8389 

1% K 1% 



8390 



8391 



8392 



t^ 



The drawings shown above are scaled to actual size shown by figures on face of cut 



42 CAP MOOLOINGS, HEAD CASINGS AND FILL ETS FOR DOOR AND WINDOVn RIM. 

List Prices as giveo are per lOO liDeal feet. 

The drawings shown below are scaled to actual si/e shown by figures on face o 



8393 

1% t 2^ 



8394 




8395 

Vl6 ' 1 




8398 



The drawings jshown above are scaled to actual size shown by figures on face of cut 



Cap Mouldings, Head Casing, Fillet and Quarter-Round Turned Bead Moulding fur Ooorand Window Trim. 43 



LlBt Prices as^rven are per 100 lineal feer 

The drawings shown below are scaled to aclual.size shown by figures on face of cut 



8399 



8400 

15^x5 



8401 

1% X 2% 



8402 



8403 






The drawings shown above are scaled to actual size shown by fiffurc3 on face of cut 



44 



Gap Mouldings. Head Casing. Fillet and Quarter-Round Turned Bead Moulding for Door and Window Trim. 



LiBt Prices as given are per 100 liaeal Teet. 

The drawings shown below are scaled to actual si/e siiowa by tigurcs on face of cut 



8405 



8406 



8408 



8407 



The drawings shown above are scaled to actual size shown by figures on i'ace of cut 



Cap Moulding, Head Casing, Fiiiet and Embossed Mouiding for Door and Window Trim. ^^ 



I^Bt Prices as given are per 100 lineal feet. 

The draipings shown below are scaled to actual size shown by figures on face of cut 



8410 



84U 

%x5 



8412 



The drawings shown above are scaled to actual size shown by figures on face of cut 



46 






\^' 



List Prices as given are per 100 lioeal feeL 

The drawings shown below are scaled to 
actual size shown by figures on face of cut 



8414 




8415 



V" . 



8417 



J 






8420 




L 



8419 



U-- 




8416 




8421 




%x7^ 



8422 



The drawings shown above are scaled to actual size shown by figures on face of cut 



47 



Llat Prices as given are per 100 Uneal feet. 

The drawings shown below are scaled to actual size shown by figures on face of cut 




8424 



S/ 





8426 



w 




r/ 



8428 >^ 



8427 

%^y8 




8428 



Wf 



^ 



The drawings shown above are scaled to actual size shown by figures on face of cut 



48 SECTION OF WINDOW FRAME FOR FRAME BOILOING, HOT HOUSE BARS AND STILE. 



List Prices ae given are per 100 lineal feet. 



8430 

Blind Stop 



8432 



8084 




8431 

Puller StUe 



8429 

Outside Casing 



8433 

£ar 



8434 

Bar 



The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 



SILLS FOR WINDOW FRAME FOR FRAME BUILDING, JAMB LININGS FOR BRICK. 49 



List Prices ae given are per 100 lineal feet. 



8437 

13/ie X 4% 



8438 

1% X 4% 



ri 



8439 

SUl 




Tn ordering jamb linings, 

give width to sboulder, 

noi extreme width* 



8440 

Sub Sill 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 
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PORCH RAILS. 



List Prices as given are per 100 lineal feet. 



8451 

l%x3 



8452 

1%6 * 3 





8455 

154 » 3 




8453 




8454. 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to 



govern. 



PORCH RAILS AND BALUSTER STOCK 



53 



LiBt Prices as giren are per 100 lineal feet. 




8457 





8459 




The above drawings are not scaled to actual size. Sizes indicated by figures on cuts are to govern. 



LIST PRICE OF MOULDINGS 



PRICES GIVEN ARE PER 100 LINEAL FEET. 



No. 


Price. 


No. 


Price. 


No. 


Price. 


No. 


Price. 


No. 


Price. 


8000 . . . 


$3.50 


8055 ... 


|3 30 


8105 


|2.00 


8160 


$1.00 


8215 


$2.20 


8001 


6.00 


8056 


4.85 


8106 


2.25 


8161 


1.15 


8216 


2.45 


8002 ... 


4.00 


I 8057.-.. 


4.85 


8107 ... 


2.00 


8162 


1.25 


8217 


2.90 


8003 ... 


3 CO 


' 8058 ... 


1.00 


8108 


1 85 


8163 


1.50 


8218 


1.55 


8004 


5.50 


8059 


1 00 


8109 


1.60 


8164 


1.50 


8219 


1.90 


8005 


5.00 


8060 


l.OO 


! 8110 


1.20 


8165 


2.50 


8220 


2.45 


8006 


4.50 


' 8061 


1.25 


8111 


1.05 


8166 ... 


1,25 


8221 


2.60 


8007 


2.00 


8062 


2 00 


1 8112 


2.50 


8167-..- 


1.40 


8222 


2.75 


8008 


2.50 


8063 


1.00 


8113 


2.25 


8168 ... 


2.00 


8223 


3.30 


8009 


4.00 


8064. _'_. 


l.OO 


8114 


2.05 


8169 ... 


1.40 


8224 


3.30 


8010 ... 


3.00 


8065 


1.00 


8115 


1.80 


8170 ... 


1.65 


8225 


2.75 


8011 


2 50 


i 8066 


1.00 


8116.... 


1.35 


8171 


2.00 


8226 


2.20 


8012 


4.50 


8067 ...- 


1 50 


8117 


1 15 


8172 


2.00 


8227 


1.80 


8013 


5 00 


8068 


2.00 


8118 


1 15 


8173 


2.00 


8228 


2 45 


8014 


3.50 


; 8069... 


2 50 


8119 


1.35 


8174 


1.75 


8229 


3.30 


8015 


1.15 


8070 ... 


1.00 


I 8 ] 20 . . . 


1 80 


8175 


2.00 


8230 


6.60 


8016 


2.00 


£071.... 


1 00 


8121 


2.05 


8176 


2.00 


8231 


1.90 


8017 


1 65 


'■ 8072 ... 


1.25 


8122 


2.25 


8177.-.. 


2.25 


8232 


3.50 


8018 


2 50 


; 8073 ,.. 


1.15 


8123. .1. 


1 65 


8178 


2 25 


8233 


3.25 


8019 


3 00 


8074 


2.25 


8124.,.. 


3.75 


8179.... 


2.50 


8234 


2.75 


8020 


3 50 


, 8075 


1 OO 


8125 


4.95 


8180 


2.75 


8235 


3.00 


8021 


4.60 


! 8076 


1.00 


8126 


8.80 


8181 


3 00 


8236 


4.00 


8022 


5.00 


, 8077 


1.00 


8127 


2.00 


8182 


3.25 


8237 


3.30 


8023 


4.00 


8078 


1.15 


8128 


1.00 


8183 


2.75 


8238 


4.40 


8024 


2.00 


8079 


1.40 


8129 


1.15 


8184 


2.50 


8239 


4.40 


8025 


2.50 


8080 


1.75 


8130 


1.25 


8185 


2.00 


8240 


4.40 


8026 


3.00 


: 8081 ... 


2.00 


8131 


1.40 


8186 


2.00 


8241 


1.00 


8027 


4.50 


8082 


.90 


8132 


1.00 


8187 


1.75 


8242 


2.0O 


8028 


4.00 


8083 


1,00 


8133 


1.50 


8188 ... 


2.25 


8243 


2.5G 


8029 


3.50 


8084 


1.10 


8134 


3.30 


8189 


2.00 


8244 


.75 


8030 


2.50 


8085 


1.40 


8135 


1.65 


8190 


2.25 


8245 


1.65 


8031 


2.00 


8086 


1.60 


8136 


3.95 


8191 ... 


2.75 


8246 


1.75 


8032 


2 25 


8087 .-- 


1.80 


8137 


2.00 


8192 ... 


2.75 


8247 


1.20 


8033 


3.00 


8088 . 


2.00 


8138 


2.00 


8193 ... 


1.50 


8248 


2.50 


8034 


3.50 


8089 


1-15 


8139 


1 00 


8194 


2.50 


8249 


1.40 


8035 


1.00 


8090...! 


1.60 


8140 


1.00 


8195 


2.00 


8250 


2.00 


8036 


1.40 


8091 


2.05 


8141 ._._ 


1 25 


8196 


2.50 


8251 


.85 


8037 


2.50 


8092 .... 


2.25 


8142 


1.50 


8197 


3.O0 


8252 


2.25 


8038 ... 


3.30 


8093 


2.00 


8143 


1.75 


8198 


2.00 


8253 


1 00 


8039 


5.50 


8094 -._ 


1.80 


8144 


2.25 


8199 


3.50 


8254 ... 


2.50 


8040 - 


1.00 


8095 


1.60 


8145 


1.00 


8200.... 


2.00 


8255.... 


1.00 


8041 


1 25 


8096 


1.20 


8146 


1.00 


8201 


2 25 


8256 ... 


2.95 


8042 


1 00 


8097 


1.10 


8147 


1.75 


8202 .... 


2.50 


8257 


3.95 


8043 


1.00 


8098 ■ 


1 35 


8148 


2.25 


8203 


2 50 


8258 


3 30 


8044 


1.25 


8099 


1.80 


8149 


2.25 


8204 .._ 


1.75 


8259 


1.80 


8045 


1.65 


8100 


2.25 


8150 




8205 


3.00 


8260 


2.65 


8046 


2.95 


8100A.. 


1.05 


8151 




8206 


1 80 


8201 


2 50 


8047 --. 


3.45 


8100B__ 


1.20 


8152 


1.15 


8207 


2.45 


8862 


4 15 


8048 


6.20 


8100C -_ 


l.CO 


8153 


1.25 


8208 ... 


3.00 


8263 


2.00 


8049 


4 85 


8100D_. 


1.85 


8154. ... 


1.50 


8209 


3.00 


8264 


2 OO 


8050 


2.75 


8100E_. 


2.00 


8155 


1.50 


8210 


3.00 


8265 


2.00 


8051 


1.70 


8101 


1.05 


8156 


1 75 


8211-..-_ 


3.30 


8266 ... 


3.25 


8052 ... 


1.00 


8102 


1.20 


8157 


2.00 


8212 


2.20 


8267 ... 


6 60 


8053 


1.00 


8103. ___ 


1.60 


8158... 


1.75 


8213 


2.45 


8268 


7 45 


8054 


1.15 


8104 


1.85 


8159... 


1.15 


8214 


2.90 


82683^.. 


6.20 



LIST PRICE OF MOULDINGS 



PRICES GIVEN ARE PER 100 LINEAL FEET. 



No. 


Price. 


No. 


Price. 


No. 


Price. 


No. 


Price. 


No. 


Price, 


8269 


17.45 


8307 ... 


15.75 


8346 


|4.75 


8385 


$5.75 


8424.--. 


$8 15 


82691^.. 


6.20 


8308 


4.20 


8347 


5 25 


8386 


7.90 


8425 . . 


1.00 


8270.... 


7.45 


8309 


4.75 


8348 


4.20 


8387 


2.50 


8426 


7.90 


8271.... 


2.00 


8310 


5.25 


8349 


4.75 


8388 


5.25 


8427 


1.00 


8272 


3,75 


8311.... 


5 75 


8350 


5.25 


8389 


3.30 


8428 


7.90 


8273 


2.50 


8312 


4,20 


8351 


5.75 


8390.... 


5.25 


84281^. _ 


7 90 


8274 


2.50 


8313 


4.75 


8352 


4.20 


8391 


3.30 


8429 


7.05 


8275 


2.95 


8314 


5.25 


8353 


4.75 


8392 


5.25 


8430 


1 60 


8276 


3 95 


8315 


5.75 


8354 


5.25 


8393... 


5.45 


8431 


-&tOO 


8277 


4.00 


8316 


4.20 


8355 


4.20 


8394 .._ 


5.00 


8432 


l.OO 


8278 


4.00 


8317 


4.75 


8356 


4.75 


8395 


1.15 


8433 


4.95 


8279 


4.50 


8318 


5.25 


8357 


5.25 


8396 


4.15 


8434 


3 30 


8280 


.85 


8319 


5.75 


8358 


4.20 


8397 


^.50 






8281 


1.00 


8320 


4.20 


8359 


4.75 


8398 


1.25 






8282 


1 35 


8321 


4.75 


8360 


5.25 


8399 


5.45 


8437 


5.00 


8283 


2.95 


8322 


5.25 


8361 


5.75 


8400 


8 70 


8438 


5.00 


8284 


3.75 


8323.... 


5.75 


8362 


4.20 


8401 


-5.30 


8439 


12. lO 


8285 


4.55 


8324 


4.20 


8363 


4.75 


8402 


5.00 


8440 


6.00 


8286 


5.40 


8325 


4.75 


8364 


5.25 


8403 


1.40 


8441 


3.75 


8287 


6.25 


8326 


5.25 


8365 


5.75 






8442 




8288.... 


4.20 


8327 


5,75 


8366 


1.25 


8405 


5.25 


8443 


4.40 


8289 


4.75 


8328 


4.20 


8367 


4.20 


8406 


5.75 


8444 




8290 


5.25 


8329 


4.75 


8368 


2.50 


8407 


1.40 


8445 




8291 


5.75 


8330 


5.25 


8369 


4.75 


8408:... 


1.00 


8446 




8292 


4.20 


8331 


5.75 


8370 


2.50 






8447 




8293 


4.75 


8332 


4.20 


8371 


4,75 


8410 ... 


4 80 


8448 




8294...- 


5.25 


8333 ... 


4.75 


8372.. X, 


3.00 


8411 


5.50 


8449 




8295 


5. 75 


8334 


5.25 


8373 


4,20 


8412 


1.40 


8450 




8296.... 


4.20 


8335 


5.75 


8374 


2,iO 






8451 




8297 


4.75 


8336 ... 


4.20 


8375 


4.20 


8414 


3.30 


8452... 




8298 


5.25 


8337 


4.75 


8376 


2.10 


8415... 


8 15 


8453 




8299 


5.75 


8338 


5.25 


8377 


5.00 


8416 


1.00 


8454 




8300 


4.20 


8339 


5.75 


8378 


2.10 


8417 


7.60 


8455 




8301-. - 


4.75 


8340 


4.20 


8379 


4.20 


8418 


1.15 


8456 




8302 


5,25 


8341 


4 75 


8380.-_. 


2.10 


8419 


7.90 


8457 




8303 


5.75 


8342 ... 


5.25 


8381 


5.00 


8420 


2.75 


8458 




8304 


4.20 


8343 


5.75 


8382 ... 


5.75 


8421 


8.15 


8459 




8305 


4.75 


8344 


4.75 


8383 


7.90 


8422 


1.00 


8460 




8306 


5.25 


8345 -- 


5 25 


8384 


4.75 


8423 


3.60 









Moulded Casing when sold B. M. shall be computed as follows; 
Finished 3f to 4i inelusi'Te shall be counted as 5-inch. 
Finished 4^ to 5i inclusive shall be counted as 6-inch, 



LIST PRICE OF MOULDINGS 



PRICES GIVEN ARE PER 100 LINEAL FEET. 



No. 

8000 .. 

8001 .. 

8002 . 

8003 .. 
8004 
8005... 
8006 . . , 
8007--- 
8008... 
8009... 
8010 .. 
8011... 
8012... 
8013... 
8014... 
8015... 
8016... 
8017... 
8018_._ 
8019... 
8020... 
8021... 
8022... 
8023... 
8024... 
8025... 
8026... 
8027... 
8028... 
8029... 
8030... 
8031... 
8032. _. 
8033... 
8034... 
8035 . . . 
8036... 
8037... 
8038 .. 
8039... 
8040... 
8041 -_. 
8042... 
8043 .. 
8044... 
8045 . . . 
8046... 
8047 .. 
8048... 
8049... 
8050... 
8051-.. . 
8052 ... 
8053.... 
8054- . . 



Price. 

|3.50 
6.00 
4.00 
3. CO 
5.50 
5 00 
4.50 
2.00 
2.50 
4.00 
3.00 
2 50 
4.50 
5 00 
3.50 
1.15 
2.00 

"1 65 

2 50 

3 00 
3 50 
4.50 
5.00 
4.00 
2.00 
2.60 
3.00 
4.60 
4.00 
3.50 
2.60 
2.00 

2 25 
3.00 
3.50 
1.00 
1.40 
2.50 
3.30 
5.50 
1.00 
1 25 
1 00 
1.00 
1.25 
1.65 
2.95 

3 45 
6.20 

4 85 
2.75 
1.70 
1.00 
1.00 
1.15 



No. 
8055 . 
8056.. 
8067. . 
8058 . 
8069.. 
806O.. 
8061.. 
8062.. 
8063.. 
8064.. 
8066... 
8066... 
8067 . . 
8068 . . 
8069 . . . 
8070 . 
£071.. 

8072 . 

8073 , . 
8074. . . 
8075.-. 
8076 . . 
8077- -. 
8078 - . . 
8079... 

8080 .. 

8081 .. 
8082... 
8083... 
8084... 
8086 . . . 
8086... 

8087 .. 

8088 . 
8089... 
8090... 
8091... 
8092 . . . 
8093 . . . 
8094 .. 
8095... 
8096... 
8097. _- 
8098 . . . 
8099... 
8100... 
8100A. 
8100B . 
8100C . 
8100D . 
8100E _ 
8101... 
8102... 
8103 .. 
8104._. 



Price. 

. $3 . 30 

. 4.85 

. 4.85 

, 1.00 

. 1 00 

. 1.00 

- 1.25 

. 2 00 

. 1.00 

. 1.00 

_ 1.00 

. 1.00 

. 1 50 

. 2.00 

. 2 50 

. 1 00 

. 1 00 

. 1.25 

. 1.15 

. 2.25 

. 1 00 

. 1 00 

. 1.00 

. 1.15 

. 1.40 

. 1.75 

. 2.00 
.90 

. 1.00 

. 1.10 

. 1.40 

. 1.60 

. 1.80 
2.00 

. 1.15 

" 1.60 

. 2.05 

. 2.25 

. 2.00 

_ 1.80 

. 1.60 

. 1.20 

- 1.10 
.' 1 36 

. 1.80 

. 2.25 

. 1.06 

. 1.20 

. l.CO 

. 1.85 

. 2.00 

. 1.05 

. 1.20 

. 1.60 

. 1.85 



No. 
8105. 
8106. 
8107 
8108. 
8109. 
8110. 
8111- 
8112. 
8113. 
8114. 
8115. 
8116 
8117. 
8118. 
8119. 
8120 
8121. 
8122. 
8123. 
8124. 
8125. 
8126. 
8127. 
8128. 
8129. 
8130, 
8131. 
8132. 
8133. 
8134. 
8135. 
8136. 
8137. 
8138. 
8139. 
8140. 
8141. 
8142. 
8143. 
8144. 
8146. 
8146. 
8147- 
8148. 
8149. 
8150. 
8151. 
8152 
8153. 
8154. 
8155. 
8156.. 
8157. 
8158 . 
8159.. 



Price. 
$2.00 
2.26 
2.00 
1 85 
1.60 
1.20 
1.05 
2.50 
2.25 
2.05 
1.80 
1 36 
1 15 
1 15 
1.35 
1 80 
2.05 
2.25 
1 65 
3.75 
4.95 
8.80 
2.00 
1.00 
1.15 
1.25 
1.40 
1.00 
1.50 
3.30 
1.65 
3.95 
2.00 
2.00 
1 00 
1.00 
1 25 
1.50 
1.75 
2.25 
1.00 
1 00 
1 75 
2.25 
2.25 



1.15 
1.25 
1.50 
1.50 
1 75 
2.00 
1.75 
1.15 



No. 
8160- 
8161. 
8162. 
8163. 
8164. 
8165. 
8166 
8167- 
8168 
8169 
8170 
8171. 
8172. 
8173. 
8174. 
8175. 
8176. 
8177. 
8178. 
8179. 
8180. 
8181. 
8182. 
8183. 
8184. 
8185- 
8186. 
8187. 
8188 
8189_ 
8190. 
8191 
8192 
8193 
8194. 
8195. 
8196. 
8197- 
8198. 
8199. 
8200. 
8201. 
8202 . 
8203- 
8204 
8205. 
8206. 
8207. 
8208 
8209 . . 
8210. 
8211.. 
8212., 
8213. 
8214. 



Price. 

- $1.00 
. 1.15 
, 1.25 
_ 1.50 
. 1.50 
. 2.50 
. 1.25 
. 1.40 
. 2.00 
. 1.40 
. 1.65 
. 2.00 
_ 2.00 
. 2.00 
. 1.75 
. 2.00 
. 2.00 
. 2.25 
. 2 25 
. 2.60 
. 2.75 
. 3.00 
. 3.26 

- 2.75 

- 2.50 
. 2.00 
. 2.00 
. 1.75 

- 2.25 
. 2.00 

- 2.25 

- 2.75 
. 2.75 
. 1.50 
. 2.60 
. 2.00 
. 2.50 
. 3.00 
. 2.00 
. 3.50 

2.00 

. 2 25 

. 2.60 

. 2 50 

- 1.75 
. 3.00 
. 1 80 

- 2.45 
. 3.00 
. 3.00 
. 3,00 
. 3.30 
. 2.20 
. 2.45 
. 2.90 



No. 
8215... 
8216... 
8217... 
8218... 
8219..- 
8220- -. 
8221... 
8222 . . . 
8223 . . . 
8224... 
8226... 
8226... 
8227-.. 
8228... 
8229..- 
8230-.. 
8231... 
8232... 
8233... 
8234... 
8236..- 
8236.-- 
8237.-- 
8238.. - 
8239,-- 
8240.... 
8241... . 
8242... 
8243... 
8244.... 
8245.... 
8246..., 
8247 . . . . 

8248 

8249 

8260 

8251.... 
8252.... 
8253... 
8254 ... 
8255..-. 
8256 .'.. 
8257--.. 
8258.-.. 
8269.... 

8260 

8201.... 
8862 . . . . 
8263 . . _ . 
8264.--. 
8265... 

8266 ... 

8267 ... 
8268 ... 
82883^. 



Price. 
. $2.20 
. 2.45 
. 2.90 
_ 1.65 
. 1 90 

- 2.45 
. 2.60 
. 2.75 
_ 3. SO 

- 3.30 
. 2.76 
. 2.20 
. 1.80 
. 2 45 
. 3.30 

- 6.60 
. 1.90 
. 3.50 
. 3.25 
. 2.75 
. 3.00 
. 4.0O 
. 3.30 
. 4.40 
. 4.40 
. 4.40 
. 1.00 
. 2.00 

2.50 

. .75 

. 1.65 

. 1.75 

. 1.20 

. 2.50 

1.40 

2.00 

.85 

. 2.25 

. 1 00 

2.50 

1.00 

. 2.95 

. 3.95 

. 3 30 

1.80 

. 2.65 

. 2 50 

. 4 15 

. 2.00 

. 2 00 

. 2.00 

3.25 

6 60 

. 745 

. 6.20 



LIST PRICE OF MOULDINGS 



PRICES GIVEN ARE PER 100 LINEAL FEET. 



No. 


Price. 


No. 


Price. 


No. 


Price. 


No. 


Pi-ice. 


No. 


Price. 


8269 . . _ . 


17.45 


8307 --. 


$5.75 


8346 


$4.75 


8385 


$5.75 


8424 


$8 15 


8269 J^._ 


6.20 


8308 


4.20 


8347 


5 25 


8386 


7.90 


8425 . . 


1.00 


8270-./. 


7.45 


8309 


4.75 


8348 


4.20 


8387 


2. SO 


8426 


7.90 


8271 


2.00 


8310 


5.25 


8349 


4.75 


8388 


5.25 


8427 


1.00 


8272..,. 


3.75 


8311.... 


5.75 


8350 


5.25 


8389 


3.30 


8428 


7.90 


8273 


2.50 


8312 


4.20 


8351 


5.75 


8390 


5.25 


84283^.. 


7 90 


8274 


2.50 


8313 


4.75 


8352 


4.20 


8391. _._ 


3.30 


8429 


7.05 


8275.... 


2.95 


8314 


5.25 


8353 


4.75 


8392 


5.25 


8430 


1 50 


8276 


3 95 


8315 


5.75 


8354 


5.25 


8393... 


5.45 


8431 


-&tOO 


8277-. ._ 


4.00 


8316 


4.20 


8355 


4.20 


8394 ... 


5.00 


8432. _ _ 


1.00 


8278 


4.00 


8317 


4.75 


8356 


4.75 


8395 


1.15 


8433 


4.95 


8279 


4.50 


8318 


5.25 


8357 


5.25 


8396 


4.15 


8434 


3 30 


8280 


.85 


8319 


5.75 


8358 


4.20 


8397 


^.50 






8281 


1.00 


8320 


4.20 


8359 


4.75 


8398 


1.25 






8282 


1 35 


8321 


4.75 


8360 


5.25 


8399 


5.45 


8437 


5.00 


8283 


2.95 


8322 


5.25 


8361 


5.75 


8400 


8.70 


8438 


5.00 


8284 


3.75 


8323 


5.75 


8362 


4.20 


8401 


5.30 


8439 


12. lO 


8285 


4.55 


8324 


4.20 


8363 


4.75 


8402 


5.00 


8440 


6.00 


8286 


5.40 


8325 


4.75 


8364 


5.25 


8403 


1.40 


8441 


3.75 


8287. _.. 


6.25 


8326 


5.25 


8365 


5.75 






8442 




8288 


4.20 


8327 


5.75 


8366 


1.25 


8405 


5.25 


8443 


4.40 


8289 


4.75 


8328 


4.20 


8367 


4.20 


8406 


5.75 


8444 




8290 


5.25 


8329 


4.75 


8368 


2.50 


8407 


1.40 


8445 




8291 


5.75 


8330 


5.25 


8369 


4.75 


8408____ 


1.00 


8446 




8292 


4.20 


8331 


5.75 


8370 


2.50 






8447 




8293 


4.75 


8332 


4.20 


8371 


4.75 


8410 ... 


4 80 


8448 




8294 


5.25 


8333 ... 


4.75 


8372.. !>. 


3.00 


8411 


5.50 


8449 




8295 


5. 75 


8334 


5.25 


8373 


4.20 


8412 


1.40 


8450 




8296 


4.20 


8335 


5.75 


8374 


2.ao 






8451 




8297 


4.75 


8336 ... 


4.20 


8375 


4.20 


8414 


3.30 


8452..., 




8298 


5.25 


8337 


4.75 


8376..-. 


2.10 


8415... 


8 15 


8453 




8299 


5 75 


8338 


5.25 


8377 


5.00 


8416 


1.00 


8454 




8300 


4.20 


8339 


5.75 


8378 


2.10 


8417 


7.60 


84551 „_ 




8301 


4.75 


8340 


4.20 


8379 


4.20 


8418 


1.15 


8456. .__ 




8302 


5.25 


8341 


4 75 


8380.,.. 


2.10 


8419 


7.90 


8457 




8303 


5.75 


8342 ... 


6.25 


8381 


5.00 


8420 


2.75 


8458 




8304 


4.20 


8343 


5.75 


8382 ... 


5.75 


8421. -_ 


8.15 


8459 




8305 


4.75 


8344 


4.75 


8383 


7.90 


8422 


1.00 


8460 




8306 


5.25 


8345 ... 


5 25 


8384 


4.75 


8423 


3.60 









Moulded Gasing when sold B. M. shall be computed as follows: 
Finished 3f to 4^ inclusive shall he counted as 6-inch. 
Finished 4^ to 5i inclusive shall be counted as 6-inch. 
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Yellow pine mould ngs 






3 1924 015 014 735 



